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Clingmcms Dome Parking Area, end of the 
Skyway, is the highest point on the highest 
highway in the East. Trails lead from here 
to Clingmans Dome Observation Tower, alti¬ 
tude 6643 ft., highest point in the park; 
Andrews Bald, and points west along Appa¬ 
lachian Trail. 
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V/-1Q — Clingman's Dome Parking Area , Alt. 6311 Feet , Great Smoky Mountains National Park 
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